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Message Text 

CONFIDENTIAL 

PAGE 01 PARIS I798I 06I744Z 
ACTION EB-08 

INTO OCT-OI EUR-I2 ISO-00 DODE-00 NSAE-00 ICA-II 
TRSE-00 SOE-02 DOE- 1 5 CIAE-00 COME-00 /049 W 

086249 070327Z/62 

R06I732Z JUN 78 
EM AMEMBASSY PARIS 
TO SECSTATE WASHDC 2750 

CONEIDENTIAL PARIS I798I 

UOSECD 

EXCON 

E.O. 1 1652: XGDS-I 
TAGS: ESTC, COCOM 

SUBJECT: U.S. ELECTRON BEAM EQUIPMENT TO HUNGARY - IE 
1355 

REF: (A) COCOM DOC (78) 307, (B) PARIS 16845 

1 . GERMAN DEL INDICATED THAT HE WANTED TO MAKE HIS 
QUESTION OE CASE (REE B) MORE PRECISE AND ASKED 
"COULD THE TECHNICAL PARAMETERS BE INDICATED WHICH 
DISTINGUISH THIS EQUIPMENT FROM EQUIPMENT COVERED BY 
IE 1204?" 

2. ACTION REQUESTED: INSTRUCTIONS EOR RESPONSE TO THE 
GERMAN QUESTIONS IN REE B AND PARA 1 ABOVE, AND TO U.K. 

QUESTION IN REE B. 

SALZMAN 

CONEIDENTIAL 


NNN 
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